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Thursday,  Friday Conditions. 
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January  16,  Wednesday Mid- Winter  Examinations  Begin. 

Second  Semester,  1935 
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Conditions. 
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GENERAL  STATEMENT 


History 


The  School  of  Dentistry  of  Loyola  University  was  opened 
in  September,  1914.  Its  growth  from  that  date  has  been  re- 
markable in  the  number  and  quality  of  its  students,  in  the  ex- 
cellence and  modernity  of  its  equipment,  and  in  the  splendid 
type  of  its  Faculty.  The  School  has  steadily  kept  pace  with 
the  standards  and  ideals  of  the  Dental  Educational  Council  of 
America  until  today  it  ranks  with  the  most  thorough  and  the 
best  equipped  institutions  for  the  education  of  dentists  in 
the  South. 

Loyola  University  School  of  Dentistry  is  rated  as  a  Class  A 
dental  school  by  the  Dental  Educational  Council  of  America. 

While  the  profession  of  Dentistry  is  quickly  and  widely 
becoming  recognized  as  a  potent  factor  for  the  general  health 
of  the  community,  nevertheless  this  recognition  has  thus  far 
failed  to  be  substantially  shown  by  those  in  a  position  to  aid 
greatly  in  the  advancement  of  this  public  service.  The  lack 
of  such  assistance  prevents  the  School  of  Dentistry  from 
carrying  out  its  far-seeing  program  for  the  betterment  of  the 
profession  and  for  the  general  benefit  of  the  public. 

HoNOK  Fraternity 

A  chapter  of  a  non-secret  honor  fraternity,  known  as  the 
Omicron  Kappa  Upsilon,  was  organized  in  1928.  Students  are 
chosen  for  membership  by  the  Faculty  according  to  their 
record  of  proficiency  during  their  entire  course,  as  well  as  by 
their  character  and  conduct;  and  not  more  than  twelve  per 
cent  of  each  graduating  class  is  eligible. 

The  C.  Edmund  Kells  Odontological  Society 

The  C.  Edmund  Kells  Odontological  Society  was  organized 
in  1932.  The  Society  is  so  called  in  order  to  perpetuate  the  name 
of  a  man  who  gave  his  life  for  the  advancement  of  Dental 
Science. 

It  is  an  undergraduate  honor  Society  composed  of  Juniors 
and  Seniors  who  have  made  the  necessary  scholastic  require- 
ments during  their  previous  years  of  Dental  studies.  The  pur- 
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pose  of  the  Society  is  to  promote  the  interest  and  advancement 
of  Dental  Science.  Educational  papers  and  table  clinics  are 
given  through  the  year  by  members  of  the  Society  and  the 
Faculty. 

Location 

The  Dental  Department  is  situated  on  the  University 
campus  at  6363  St.  Charles  Avenue,  opposite  the  beautiful 
Audubon  Park.  This  is  in  the  heart  of  the  residence  section 
and  easily  reached  by  car  lines. 

The  College  of  Arts  and  Sciences  in  Marquette  Hall  is  within 
two  hundred  feet  of  Bobet  Hall.  The  pre-dental  students  make 
their  college  studies  in  this  College  and  dental  students  have 
the  advantage  of  close  contact  with  the  faculty,  libraries,  etc., 
of  the  Arts  and  Sciences  College. 

Buildings  and  Equipment 

Bobet  Hall,  the  Science  Building,  furnishes  the  clinic,  spe- 
cial operatories  and  classrooms  for  the  dental  students.  On 
the  second  floor,  east  wing,  M^hich  has  unequaled  advantages 
for  splendid  light  and  air,  is  situated  the  dental  clinic,  occupy- 
ing 2,925  square  feet. 

The  infirmary  is  furnished  with  the  most  modern  dental 
equipment.  Each  student  is  provided  with  a  Ritter  chair,  to- 
gether with  a  Ritter  unit.  Every  unit  is  equipped  with  run- 
ning water,  compressed  air,  gas  and  electric  engine  and  at- 
tachments for  electric  light,  saliva  ejector  and  spray  bottles. 

Special  rooms  are  set  aside  for  Prosthetic  Dentistry  Oral 
Surgery,  X-ray,  Technics  Laboratory.  In  the  same  building 
are  the  Chemistry  Laboratories  and  the  spacious  laboratories 
of  Biology,  Bacteriology  and  Pathology.  Every  facility  for 
the  teaching  and  practice  of  dentistry  is  thus  found  in  Bobet 
Hall. 

Clinic 

Besides  the  many  adult  patients  who  present  themselves  at 
the  clinic,  the  Hygiene  Department  of  the  public  schools  sends 
the  children  of  the  neighboring  schools  regularly  to  the  clinic. 
Private  schools  are  also  served,  and  assistance  is  given  to 
orphan  asylums,  etc. 
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Thus  an  abundance  of  material  for  clinic  practice  is  afforded, 
and  under  conditions  and  surroundings  most  resembling  the 
practice  of  graduate  dentists. 

Hospital  Facilities 

Loyola  University  offers  to  its  students  exceptional  facili- 
ties in  acquiring  actual  experience  in  hospital  practice  and 
methods.  New  Orleans  is  famed  for  its  advantages  to  the 
student  of  Medicine  because  of  the  variety  of  the  pathological 
cases  which  are  gathered  here  from  all  quarters  of  the  globe. 
The  excellent  hospitals  of  this  city,  especially  the  large 
Charity  Hospital,  afford  an  unlimited  field  for  scientific  in- 
vestigation. 

The  dental  students  are  obliged  to  attend  clinics  in  surgery 
at  the  Charity  Hospital  under  the  foremost  surgeons  of  the 
South.  They  are  instructed  in  the  actual  work  of  making 
diagnoses  and  witness  the  subsequent  operations.  They  acquire 
experience  in  the  administration  of  the  various  forms  of 
anesthetics,  and  learn  the  importance  of  careful,  antiseptic 
precautions. 

Senior  students  assist  in  the  outdoor  dental  clinic  and  are 
required  to  perform  nerve-blocking  and  extractions  under  the 
direct  supervision  of  competent  dental  surgeons  of  the  Uni- 
versity staff. 

It  would  be  difficult  to  exaggerate  the  value  of  this  privilege, 
accorded  to  the  University  by  the  State,  whereby  the  students 
gain  first-hand  experience  under  such  favorable  conditions  as 
present  themselves  at  the  Charity  Hospital. 

LiBEAEY 

Besides  the  general  University  Library,  the  Students'  Read- 
ing Room,  there  is  a  special  Medical-Dental  library  in  Bobet 
Hall  for  the  dental  students.  It  is  the  desire  of  the  Faculty 
that  the  students  accustom  themselves  to  broad  reading  and 
research  beyond  their  textbooks. 

Museum 

Alumni  and  friends  of  the  School  are  requested  to  donate 
casts  of  unusual  cases  for  the  Museum.  The  school  will  be 
grateful  for  such  favors  and  will  gladly  pay  all  expenses  or 
other  charges  on  such  packages. 


STUDENT  ORGANIZATIONS 

The  Student  Council — Officers  of  the  various  classes  and  de- 
partments, elected  by  the  students,  form  a  Council  for  the 
fostering  of  true  college  spirit  and  the  promoting  of  student 
activities,  whether  athletic,  social,  scholastic  or  religious.  Only 
such  students  are  eligible  to  the  position  of  class  officers  or 
members  of  the  Student  Council  whose  manly,  moral  character 
and  standard  of  scholarship  make  them  distinguished  among 
their  fellow-students.  The  election  to  be  valid  must  be  ratified 
by  the  Faculty. 

Thespian  and  Literary  Society — The  purpose  of  the  Thespians 
is  to  develop  and  give  an  outlet  to  the  dramatic  talent  of  the 
students.  With  this  object  in  view,  several  plays  are  given 
during  the  year.  Members  are  encouraged  to  write  plays  of 
varying  length  and  scope.  These,  if  they  show  sufficient  merit, 
are  produced  by  the  Club  at  one  or  another  of  its  appearances. 

Glee  Club — Students  of  the  School  of  Dentistry  are  eligible 
for  membership  in  the  Loyola  Glee  Club.  The  Glee  Club  takes 
an  active  part  in  the  public  entertainments  and  assemblies  of 
the  University  and  has  a  schedule  of  concerts  which  it  gives 
each  year,  both  for  public  receptions  and  for  radio  programs 
over  the  Loyola  Broadcasting  Station,  WWL. 

University  Band — Membership  in  the  University  Band  is  open 
to  the  students  of  the  School  of  Dentistry  if  they  have  the  re- 
quired ability  and  training.  All  who  become  members  are  ex- 
pected to  be  regular  and  prompt  in  attendance  at  the  ap- 
pointed rehearsals.  Opportunities  for  public  performances  are 
offered  during  the  course  of  the  year. 

Student  Publications — The  students  of  the  University,  under 
Faculty  supervision,  issue  two  publications.  The  Maroon,  a 
weekly,  and  The  Wolf,  an  annual,  the  editors  of  which  are  ap- 
pointed by  the  Faculty  Director  of  Student  Activities,  and  they 
in  turn  appoint  their  editorial  staffs.  The  business  management 
is  in  the  hands  of  the  students.  Thus,  their  various  duties 
render  them  familiar  with  phases  of  life  outside  of  college  that 
will  be  of  benefit  to  them  in  their  future  careers. 


ADMINISTRATIVE  PROCEDURE 

Reqihrements  for  Admission 

No  student  can  be  admitted  to  the  Freshman  Dental  class 
who  has  not  satisfactorily  completed  a  standard  high  school 
course  in  an  approved  school  requiring  fifteen  units  for  grad- 
uation. Moreover,  he  must  have  completed  one  year  of  col- 
lege work  in  an  approved  college  with  at  least  thirty  semester 
hours  of  credit,  which  should  include  at  least  six  semester 
hours  of  English,  six  semester  hours  of  Chemistry,  six  sem- 
ester hours  of  Biology  or  Zoology,  and  Physics,  either  sec- 
ondary or  collegiate,  equivalent  to  one  secondary  school  unit. 

Graduates  of  recognized  four-year  high  schools,  desiring  to 
take  up  Dentistry,  should  matriculate  in  the  College  of  Arts 
and  Sciences  in  the  pre-dental  course.  This  curriculum  is  ar- 
ranged to  give  such  students  the  best  fundamental  science 
training  in  Chemistry,  Physics  and  Biology  while  they  receive 
the  regular  cultural  training  of  the  Arts  and  Sciences  De- 
partment. 

Students  in  matriculating  thereby  agree  to  accept  the  regu- 
lations and  discipline  imposed  by  the  Officers  or  Faculty. 

It  is  very  important  for  students  to  be  present  on  the  open- 
ing day,  a  delay  of  a  few  days  often  interfering  materially 
with  their  studies.  No  one  can  be  accepted  later  than  ten  days 
after  the  beginning  of  classes,  and  to  obtain  credit  for  a  year's 
work  a  student  must  remain  until  the  close  of  the  session  and 
successfully  complete  all  the  examinations. 

Advanced  Standing 

A  student  desiring  to  transfer  to  this  school  from  another 
recognized  school  must  present  letters  of  recommendation 
from  the  Dean  of  the  school  he  has  attended,  who  must  fur- 
nish this  school  with  complete  transcript  of  all  credentials, 
including  high  school  and  college  work,  required  for  entrance. 
These  credentials  will  be  interpreted  strictly  according  to  the 
rules  of  the  Dental  Educational  Council  of  America. 

Admission  of  Women 

The  Dental  School  is  open  to  women  who  have  the  proper 
credentials.  They  are  advised  to  complete  their  college  year 
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in  a  standard  women's  college,  choosing  the  scientific  subjects 
mentioned  above  as  strict  requirements.  On  completion  of 
the  first  college  year  satisfactorily  they  can  enter  the  Fresh- 
man Dental  class  and  be  eligible  to  graduate  in  four  years. 

Application  for  Admission 

Owing  to  the  fact  that  the  Dental  School  is  obliged  to  limit 
the  number  of  matriculants,  applicants  are  advised  to  make 
application  early  by  letter,  stating  the  high  school  and  col- 
lege credits  which  they  will  present  and  which  can  be  sub- 
stantiated by  credentials  from  the  Principals  and  Deans  of 
these  schools.  The  School  of  Dentistry  will  apply  directly  to 
these  schools  for  all  such  credentials.  The  decision  as  to 
whether  a  candidate's  preparation  meets  the  entrance  require- 
ments of  our  Dental  School  rests  with  the  Committee  on  Ad- 
missions. 

Attendance 

The  school  year  begins  on  September  24,  and  includes  two 
semesters  of  sixteen  weeks  each,  exclusive  of  vacations.  There 
is  a  Christmas  and  Easter  recess  as  indicated  in  the  school 
calendar. 

Daily  attendance  records  are  kept  of  all  students  from  the 
opening  of  school.  Regular  and  punctual  attendance  at  all 
classes  and  laboratory  exercises  is  insisted  upon.  Repeated 
and  unexcused  absences  may  be  deemed  sufficient  reason  for 
dismissal,  or  the  withholding  of  credits  for  the  year's  work. 

An  excuse  for  absence  does  not  relieve  the  student  of  re- 
sponsibility in  making  up  the  class  work  omitted.  This  must 
be  made  up  by  the  student  to  the  satisfaction  of  the  Professor 
or  Instructor;  and  the  responsibility  of  supplying  the  de- 
ficiency rests  upon  the  student. 

A  minimum  attendance  of  85  per  cent,  is  required  in  each 
course  to  be  eligible  for  examination  in  that  subject. 

Tardiness  of  less  than  ten  minutes  at  a  classroom  exercise 
will  count  as  one-half  of  an  absence.  In  the  case  of  absence  due 
to  illness,  the  student  must  inform  the  office  by  mail  or  other- 
wise on  the  first  day  of  absence.  In  the  case  of  absence  due 
to  illness  or  death  of  relatives,  permission  must  be  obtained 
in  advance  from  the  Dean.  In  all  such  cases,  an  excuse  signed 
by  the  Regent  must  be  presented  by  the  student  to  the  office. 
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Discipline 

The  educational  system  of  the  University  stresses  the  de- 
velopment of  Christian  character  and  gentlemanly  behavior 
at  all  times  and  in  all  places.  Honorable  conduct  and  respect- 
ful demeanor  towards  professors,  instructors,  and  assistants, 
as  well  as  towards  one  another,  are  required  of  all  students. 

The  School  reserves  the  right  to  terminate  its  connection 
with  any  student  at  any  time,  whenever  such  action  may  seem 
advisable,  on  the  grounds  of  immoral  or  disorderly  conduct, 
or  failure  to  conform  to  the  rules  of  the  School.  The  fees  of 
such  a  student  will  not  be  returned. 

The  School  is  not  responsible  for  the  loss  of  any  personal 
property  belonging  to  any  of  its  students,  whether  the  loss 
occurs  by  theft,  fire,  or  an  unknown  cause. 

Summer  Clinic 

The  clinic  is  open  throughout  the  year,  thereby  affording 
members  of  the  Junior  and  Senior  classes  an  opportunity  to 
secure  additional  clinical  experience  in  all  departments. 

Examinations 

Written  examinations  are  given  semi-annually;  written 
quizzes  monthly.  The  standing  of  students  is  based  upon  the  re- 
sults of  these  examinations,  quizzes,  and  the  record  of  progress 
in  laboratory  and  clinic  practice.  Prior  to  such  examinations  the 
student  must  have  deposited  with  the  school  specimens  of 
his  work  in  the  Operatory  and  Technical  Laboratories  ap- 
proved by  the  instructors  or  demonstrators  and  the  heads  of 
the  various  departments. 

Passing  Mark 

The  passing  mark  shall  be  75  per  cent. 

A  grade  between  60  per  cent,  and  75  per  cent,  is  defined  as 
a  condition. 

A  grade  below  60  per  cent,  is  defined  as  a  failure. 

Conditions  incurred  in  the  first  term  of  any  school  year  will 
necessitate  another  examination  in  this  same  matter  on  a  date 
set  by  the  Dean,  which  shall  be  within  twenty  days  of  the  date 
of  the  original  examination. 
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Condition  examinations  for  second  term  courses  will  be  held 
in  September  of  the  next  scholastic  year  on  a  date  set  by  the 
Dean. 

Failure  to  pass  any  condition  examination  will  result  in  a 
failure,  which  will  necessitate  a  repetition  of  the  course. 

Condition  examinations  must  be  taken  on  days  appointed 
by  the  Dean.  No  credit  will  be  given  for  any  examination  taken 
out  of  the  usual  time  unless  the  student  obtains  a  Permit  Card 
which  he  will  present  to  the  Professor  before  the  examiration. 
The  Professor  will  return  this  card  to  the  Registrar  with  the 
result  of  the  examination. 

Advancement  or  Promotion 

A  student  who  has  incomplete  courses,  conditions  or  fail- 
ures in  40  per  cent,  of  his  course  shall  be  required  to  repeat 
the  year  or  be  dropped  from  the  school. 

A  student  may  not  be  promoted  if  he  has  conditions  or  fail- 
ures in  more  than  20  per  cent,  of  the  total  scheduled  hours  of 
the  year. 

A  student  who  fails  to  remove  a  condition  or  failure  within 
twelve  months  from  the  time  it  was  incurred  will  not  be  al- 
lowed to  proceed  with  his  class. 

An  incomplete  course  is  one  that  has  not  been  completed 
because  of  illness  or  other  personal  emergency. 

Any  student  required  by  rule  to  repeat  the  work  of  any  year 
must  repeat  all  subjects,  irrespective  of  any  grade  obtained 
in  any  subject. 

Requirements  for  Graduation 

The  degree  of  Doctor  of  Dental  Surgery  (D.  D.  S.)  is  con- 
ferred upon  the  recommendation  of  the  Board  of  Directors. 
The  candidate  must  have  complied  with  the  following  con- 
ditions : 

1.  He  must  give  evidence  of  good  moral  character  and 
ethical  ideals. 

2.  He  must  have  completed  successfully  all  the  theoretic 
courses  and  practical  work  prescribed  by  the  Board  as 
outlined  in  this  catalogue. 

8.     He  must  have  paid  all  indebtedness  to  the  school. 
4.     He  must  be  at  least  twenty-one  years  of  age. 


STUDENT  EXPENSES 

Tlie  tuition  for  the  pre-dental  year  is  $62.50  per  semester, 
payable  in  advance.  The  tuition  for  each  of  the  dental  years 
is  $125.00  per  semester,  payable  in  advance.  There  are  no  fees 
charged  to  dental  students  for  the  regular  laboratories,  but 
a  general  breakage  fee  of  $10.00  is  charged  all  students,  and 
an  extra  $10.00  breakage  fee  is  required  of  all  students  using 
science  laboratories. 

The  breakage  fee  will  be  administered  and  refunded  accord- 
ing to  the  regulations  of  the  School.  Out  of  it  is  taken  a  charge 
for  damage,  loss  or  injury  to  materials,  apparatus  or  property ; 
and  the  distribution  of  this  charge  is  made  to  individuals  or 
classes,  according  to  circumstances. 

An  athletic  fee  of  $10.00  is  required  of  all  University  stu- 
dents. This  fee  entitles  the  student  to  all  athletic  events  and 
to  participation  in  athletic  activities  on  the  campus. 

A  student  activities  fee  of  $10.00  is  required  of  all  Univer- 
sity students  and  entitles  the  dental  student  to  a  year's  sub- 
scription for  the  Dental  Journal,  Maroon  and  the  Year  Book 
for  1934. 

Each  dental  student  is  urged  to  provide  his  own  microscope. 
Should  a  student  find  it  preferable  to  rent  one  from  the  School, 
he  will  pay  a  fee  of  $10.00  a  year. 

The  operators  in  the  Clinic  are  charged  a  fee  of  $20.00  for 
the  use  of  the  electrical  equipment;  and  there  is  a  charge  of 
$10.00  for  the  use  of  the  electric  engines  in  the  Sophomore 
Technique  Laboratory. 

Each  student  pays  $2.00  for  the  use  of  a  locker  for  the  year. 

A  fee  is  charged  for  all  examinations  ($2.00)  and  quizzes 
($1.00)  taken  out  of  the  regular  time. 

No  student  will  be  admitted  to  classes  until  the  fees  for  the 
current  semester  are  paid.  No  exception  will  be  made,  and 
students  should  come  prepared.  Tuition  fees  once  paid  cannot 
under  any  circumstances  be  returned  or  transferred.  Matricu- 
lation fees  once  paid  cannot  be  returned  or  transferred.  Stu- 
dents agree  to  these  conditions  when  paying  fees. 

A  student  who  must  repeat  a  year  must  pay  full  tuition 
and  all  fees. 


LIST  OF  FEES 

Matriculation  fee,  payable  on  entrance  only $    5.00 

Registration  fee,  payable  yearly 5.00 

Tuition  fee,  per  semester 125.00 

Athletic  fee  10.00 

Student  Activities  fee 10.00 

Microscope  fee  (Sophomores  and  Juniors) 10.00 

Electrical  equipment  in  clinic  (Juniors  and  Seniors) 20.00 

Electrical  equipment  in  laboratory  (Sophomores) 10.00 

Breakage,  general  _ 10.00 

Breakage,  Science  courses  (Freshmen  and  Sophomores)     10.00 

Locker  fee 2.00 

Graduation  fee,  payable  May  1st 25.00 

All  fees,  including  the  tuition  for  the  first  semester,  must  be 
paid  by  September  22nd.  When  the  payment  is  made,  the 
Bursar  will  give  to  each  student  a  card  which  entitles  him  to 
attendance  at  all  lectures. 


SCHEDULE 


1934-1935 


Freshmen  Year 


First  Semester  Second  Semester 

Lecture    Labora-  Lecture  Labora-  Total 

tory  tory 

Anatomy,   General 32               96  32  96  256 

Chemistry,  Qualitative  24              32  56 

Chemistry,  Metallurgy   24              32  56 

Chemistry,  Organic  _ 32  64  96 

Dental   Anatomy   16               64  16  64  160 

Operative  Dentistry 16  16 

Osteology  16  16 

Prosthetic  Dentistry  16              96  16  96  224 

128             320  112  320  880 


Sophomore  Year 

First  Semester  Second  Semester 

Lecture     Labora-  Lecture     Labora-      Total 

tory  tory 

Anatomy,  Special  16  16                                32 

Anesthesia  16  16 

Bacteriology    48               64  112 

Chemistry,    Quantitative....  1    ^g              gg  ^g               32             igs 
Chemistry,  Physiological....  j 

Crown  and  Bridge 16               16               32 

Exodontia   16  16 

Histology  48               64             112 

Operative  Dentistry 16               64  16               64             160 

Physiology  32               32  32               32             128 

Prosthetic  Dentistry  16              96  16              96             224 


176 


320 


176 


288 


960 


SCHEDULE 

1934-1935 
Junior  Yeae 


First  Semester         Second  Semester 

Lecture  Labora-     Lecture  Labora-      Total 

tory  tory 

Clinical  Practice  288  288             576 

Crown  and  Bridge 16  80               16  80             192 

Dental  Histology  16  16  16               48 

Dental  Pathology  19  16  32 

General   Pathology    48  64              48  64             224 

Materia  Medica  16  16  32 

Operative   Dentistry   16  16  32 

Oral  Hygiene  and  Periodontia  16  16 

Orthodontia 16  16               16  16               64 

Radiology  16  16 

144  448             176  464           1232 


Senior  Year 

First  Semester  Second  Semester 

Lecture     Labora-  Lecture     Labora-      Total 

tory  tory 

Clinical  Practice   368  368             736 

Crown  and  Bridge 16               64  16               64             160 

Dental  Economics  16                                  16 

Ethics  16                                  16 

Dental  Jurisprudence  16  16 

Dental  Pathology  16  16                                32 

Operative  Dentistry 16  16 

Orthodontia    16  16               32 

Oral  Surgery  16               48  16               48             128 

Principles  of  Medicine 16  16 

Principles  of  Surgery 16  16                                32 

Prosthetic  Dentistry  16  16                                32 

128      496  112     496     1232 


TEXT-BOOKS 

FEBSHMEN: 

Anatomy Giay 

Dental  Anatomy Diamond 

■Chemistry Parkin  &  Kipping 

Metallurgy Hodgen 

Operative  Dentistry Black 

Prosthetic  Dentistry Turner   &  Anthony 

SOPHOMORES: 

Special  Anatomy Hasmussen 

Anesthesia  and  Exodontia Winter 

Bacteriology Burdon 

Crown  and  Bridge Doxtater 

Histology Jordan 

Operative  Dentistry  (Vol.  II) Black 

Physiology Starling 

Prosthetic  Dentistry Turner   &  Anthony 

Medical  Dictionary. 

JUNIORS: 

Clinical  Periodontia Stillman  &  McCall 

Crown  and  Bridge Doxtater 

Dental  Histology Noyes 

Dental  Pathology Mead 

General  Pathology  (14th  Ed.) Delafield  &  Prudden 

Materia  Medica Blayney 

Operative  Dentistry Black 

Orthodontia Dewey 

Technic  of  Oral  Radiography Simpson 

Medical  Dictionary. 

SENIORS: 

Crown  &  Bridge Doxtater 

Dental  Law Stryker 

Dental  Pathology Mead 

Operative  Dentistry Black 

Prosthetic  Dentistry Turner  &  Anthony 

Oral   Surgery Mead 

Medical  Dictionary. 

Each  student  must  be  provided  with  his  own  copy  of  the 
various  text-books  before  being  admitted  to  classes.  Professors 
will  refuse  credit  for  any  course  in  which  a  student  is  not 
properlj^  provided  with  books  and  instruments. 


DEPARTMENTS  OF  INSTRUCTION 

DEPARTMENT  OF  ANATOMY 

Dr.  Clements  Dr.  Dimitry  Dr.  Fuehs  Dr.  Cupero 

10.     Osteology. 

This  course  is  fundamental  for  dental  Freshmen  and 
great  care  is  given  in  preparing  them  for  an  exact  study 
of  Anatomy.  Because  of  its  importance  to  dental  students, 
this  course  covers  the  bones  of  the  cranium  and  face,  with 
careful  attention  to  the  close  relationship  of  diseases  in 
the  various  sinuses  to  general  health  and  oral  conditions. 

14.     Special  Anatomy  and  Embryology. 

An  intensive  course  in  the  Anatomy  of  the  brain, 
cranial  and  spinal  nerves  and  in  the  embryology  and  his- 
tology of  nerve  tissues. 

General  Anatomy. 

(1)  A  thorough  study  of  the  anatomy  of  the  whole  body 
is  required.  The  didactic  work  is  carried  on  throughout 
the  year  and  is  supplemented  by  demonstrations,  lantern 
slides,  colored  charts,  and  opaque  projection.  Fully  one- 
half  of  the  time  given  to  didactic  work  is  devoted  to 
quizzing. 

(2)  The  anatomy  of  all  systems  of  organs  is  taken  up 
in  the  order  as  outlined  in  Gray's  Anatomy.  The  anatomy 
of  the  head  receives  special  emphasis.  A  detailed  study 
of  the  muscles  of  mastication,  their  nerve  and  blood 
supply,  temporomandibular  joint,  the  blood  and  lymphatic 
supply  of  the  teeth  and  jaws,  is  made.  Relationship  of 
teeth  to  maxillary  sinus,  and  landmarks  on  maxilla  and 
mandible  to  be  considered  in  dental  restoration  and 
surgery  are  strongly  stressed. 

(3)  In  the  laboratory  the  student  is  required  to  dissect 
the  whole  body.  The  body  is  divided  into  three  sections, 
namely:  The  head  and  neck  region,  the  arm  and  thorax, 
and  the  lower  extremity.  The  abdominal  organs  are  not 
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dissected  as  thoroughly,  but  the  instructor  in  charge 
opens  each  body  and  gives  demonstrations  on  the  ab- 
dominal viscera. 


DEPARTMENT  OF  BACTERIOLOGY 

Dr.  D'Aunoy  Mr.  Merilh 

10.     General  Bacteriology. 

The  course  comprises  the  study  of  the  morphological 
and  biological  characteristics  of  the  pathogenic  and  non- 
pathogenic bacteria,  with  particular  stress  laid  on  the 
bacterial  flora  of  the  mouth,  such  as  the  Streptococci, 
Spirillum  Vincenti  and  Bacillus  Fusiformis  of  Vincent's 
Angina,  and  the  organisms  associated  with  Pyorrhea 
Alveolaris. 

Actual  specimens  of  infectious  eases  met  with  in  the 
infirmary  are  referred  to  the  laboratory  and  are  examined 
by  the  students. 

Methods  of  preparing,  cultivating  and  identifying  bac- 
teria are  carefully  studied,  various  methods  of  steriliza- 
tion are  discussed  and  demonstrated,  and  the  preparation 
and  standardization  of  vaccines  and  antitoxins  receive 
careful  consideration.  Immunity  and  its  various  types 
are  studied  together  with  the  technique  of  serum  re- 
actions. 

Diseases  caused  by  filtrable  viruses  and  the  exanthemata 
are  thoroughly  discussed.  The  bacterial  examination  of 
Air,  Soil,  Water  and  Milk  is  taken  up  as  it  bears  on  the 
question  of  preventive  medicine  and  dentistry. 

The  common  forms  of  protozoal  diseases  are  considered. 
The  course  is  designed  to  give  to  the  dental  student  a 
working  knowledge  of  the  subject  and  to  impress  upon 
him  the  relation  of  mouth  conditions  to  systemic  disease, 
so  that  he  is  enabled  to  consult  intelligently  with  the 
physician  and  thus  be  a  more  important  figure  in  health 
service. 


DEPARTMENT  OF  CHEMISTRY 
Fr.  Francis  Dr.  Maher  Dr.  Peterson 

10.     Inorganic. 

In  this  course  an  effort  is  made  to  stress  the  scientific 
side  of  chemistry  rather  than  its  application.  The  laws 
of  chemical  reactions  are  thoroughly  investigated,  proved 
and  exemplified.  The  elements  are  classified  and  studied 
in  groups,  their  compounds  are  related  and  their  prop- 
erties traced  to  their  composition.  Instruction  is  fully 
supplemented  by  laboratory  work, 

12.    Dental  Metallurgy. 

The  principles  of  dental  metallurgy  are  presented  in  a 
practical  manner.  Alloys  are  subjected  to  analysis,  their 
composition  studied,  their  properties  investigated.  The 
preparation  of  alloys  and  amalgams  and  the  use  of  the 
different  types  of  furnaces  are  required  during  labora- 
tory hours, 

14.     Introductory  Organic  Chemistry. 

The  lectures  discuss  the  more  important  compounds 
of  carbon,  their  occurrence,  methods  of  preparation,  re- 
actions, relations  and  uses.  The  student  prepares  a  cer- 
tain number  of  aliphatic  and  aromatic  comijounds  in  the 
laboratory. 

16.     Quantitative  Analysis. 

The  preparation  and  use  of  volumetric  solutions  and 
work  in  elementary  gravimetric  analysis. 

18.     Physiological. 

Practical  analysis  to  determine  the  properties  and  com- 
positions of  the  body  fluids  and  secretions ;  the  chemistry 
of  gastric  and  intestinal  digestion;  the  study  of  the  re- 
actions and  properties  of  substances  that  enter  into  the 
composition  of  food,  and  the  application  of  tests  for  the 
presence  of  common  non-metallic  poisons  in  body  secre- 
tions constitute  the  subject-matter  of  this  branch. 


DEPARTMENT  OF  CROWN  AND  BRIDGE 

Dr.  Sherwood  Dr.  Gueno 

10.     Crown  and  Bridgework. 

The  sophomore  year  embraces  a  course  of  instruction 
teaching  the  theory  involved  and  the  principles  of  design 
and  construction  of  the  simpler  units  in  crowns  and 
bridges.  The  physiological  and  pathological  conditions; 
stresses,  strains  and  resistance ;  indications  and  contra- 
indications; advantages  and  disadvantages  are  intensely 
studied.  This  course  is  planned  to  give  the  student  a  solid 
foundation  of  basic  principles,  thereby  fitting  him  to 
carry  on  the  more  advanced  training  given  in  the  year 
following. 

12.     Crown  and  Bridgework. 

The  junior  year  will  be  largely  taken  up  with  appli- 
cation to  the  patient  of  the  principles  and  technic  pre- 
viously taught,  with  the  addition  of  a  thorough  tech- 
nical training  in  removable  bridgework.  Lectures  are 
given  in  which  are  discussed  the  practical  principles  in- 
volved in  construction,  application  and  maintenance  of 
various  crowns  and  bridges,  fixed  and  removable,  in  com- 
mon use.  Advanced  theory,  practice  and  demonstrations 
of  cases  appearing  in  the  clinics  are  thoroughly  discussed. 

The  laboratory  courses  include  technical  cases  of  prac- 
tical design.  The  requirements  are  such  that  the  student 
is  urged  to  produce  work  of  quality  instead  of  quantity, 
and  this  principle  is  rigidly  adhered  to.  Precious  metals 
are  used  for  technical  constructions,  thereby  enabling  the 
student  to  gain  valuable  experience  which  will  be  of  great 
benefit  to  him  in  application  to  practical  cases. 

14.     Crown  and  Bridgework. 

The  senior  year  will  be  taken  up  with  a  more  advanced 
course  in  removable  bridgework  and  the  application  of 
various  attachments.  Balanced  occlusion,  or  the  rebuild- 
ing of  the  arches  to  their  normal  relationship,  is  thor- 
oughly gone  into,  using  the  various  superstructures,  ap- 
pliances and  technic  on  patients  as  well  as  on  models. 
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16.     Ceramics. 

The  lectures  and  work  of  this  course  include  the  prin- 
ciples of  the  art  of  color  selection,  color  mixing  and 
blending,  and  the  fusing  and  baking  of  porcelain.  Full 
instruction  and  practical  clinical  work  is  given,  especially 
in  the  preparation  of  vital  teeth  for  porcelain  jacket  or 
veneer  crowns,  and  inlays.  The  application  of  porcelain 
for  crowns,  fixed  and  removable  bridgework  is  carefully 
gone  through  in  the  laboratory,  and  the  many  cases  in  the 
infirmary  supply  abundant  opportunity  to  put  into  prac- 
tice the  knowledge  acquired  in  the  technic  laboratory. 

DEPARTMENT  OF  DENTAL  ANATOMY 

Dr.  Genre 

The  course  in  this  subject  covers  with  minutest  detail 
the  structure,  development,  characteristics  and  arrange- 
ment of  all  teeth  in  the  oral  cavity,  with  systematic 
nomenclature.  A  careful  study  is  made  of  the  surfaces, 
ridges,  fossae,  pulp  chambers  and  pulp  canals  of  the 
teeth,  proper  contact  of  approximate  teeth,  normal  oc- 
clusion and  the  relation  of  the  teeth  to  their  supporting 
tissues.  In  the  laboratory,  teeth  are  sectioned  to  show  the 
intimate  details  of  structure  and  form. 

DEPARTMENT  OF  HISTOLOGY 

Dr.  Broussard         Dr.  Goggin         Dr.  Daboval         Dr.  Robinson 

10.     General  Histology. 

This  course  embraces  the  practical  study  of  cells  and 
tissues  of  the  body.  Microscopical  study  of  the  cells  as 
the  structural  and  functional  unit  of  the  body  is  insisted 
upon. 

12.     Dental  Histology. 

The  tissues  of  the  teeth  and  oral  cavity  are  studied 
with  greater  minuteness,  charts  and  models  are  made  use 
of,  and  special  slides  are  prepared  for  microscopical 
study  and  projection. 


DEPARTMENT  OF  CLINICAL  DENTISTRY 

Dr.  Vignes  Dr.  Gaston 

Dr.  Dansereau  Dr.  Kelleher 

Dr.  Rosado  Dr.  Lauf  er 

Dr.  Goggin  Dr.  Schmidt 

Dr.  Levy  Dr.  Smith 

The  principles  of  operative  dentistry  are  applied  by  the 
students  in  their  junior  and  senior  years  in  the  dental 
clinic  under  the  direct  supervision  of  competent  demon- 
strators. Difficult  cases  that  present  themselves  in  the  in- 
firmary are  examined  and  discussed  by  the  professors  of 
the  respective  branches.  Each  student  has  opportunity  to 
utilize  his  knowledge  and  skill  acquired  in  operative 
technic  in  making  actual  restorations  for  the  patients. 

Special  clinic  practice  in  Orthodontia  is  given  under 
the  professors  in  Saturday  morning  clinics. 

Special  opportunities  in  Oral  Surgery  are  offered  the 
seniors  in  the  outdoor  clinic  of  the  Charity  Hospital, 
where  these  students,  twice  a  week,  assist  the  dental 
surgeons  of  the  University  in  the  public  clinic. 

DEPARTMENT    OF   ETHICS   AND   DENTAL  HISTORY 

Dr.  Vignes 

Ethics. 

This  course  treats  of  the  intrinsic  difference  between 
moral  good  and  moral  evil;  the  rights  of  the  dentist;  his 
duties  to  himself;  his  relationship  to  his  patient;  his  re- 
sponsibilities to  society  and  his  obligations  to  his  pro- 
fession. Lectures  cover  the  development  of  dentistry  and 
its  advancement  to  its  present  health  importance  and 
professional  standing. 


DEPARTMENT  OF  DENTAL  ECONOMICS 
Dr.  Woodward 

Dental  Economics. 

A  series  of  lectures  on  the  starting  and  carrying  on  of 
a  dental  practice ;  locations ;  equipment ;  ethical  publicity ; 
collection ;  fees ;  insurance ;  general  helpful  hints,  includ- 
ing office  management ;  bookkeeping ;  assistants ;  and 
psychological  handling  of  the  patient. 

DEPARTMENT  OF  JURISPRUDENCE 
Mr.  Wunderlich 

Dental  Jurisprudence.  ' 

These  lectures  cover  the  laws  and  regulations  pertain- 
ing to  the  practice  of  dentistry,  with  all  the  legal  rela- 
tionship of  dentist  and  patient,  their  rights  and  liabili- 
ties, etc. 

DEPARTMENT  OF  MATERIA  MEDICA 

Mr.  Jurgens 

This  course  includes  the  classification,  description,  com- 
pounding, properties,  and  action  of  drugs  and  medicines 
with  which  a  dentist  may  have  to  deal.  Special  stress  is 
laid  upon  the  action  of  the  more  important  drugs  used 
in  dentistry,  with  a  full  discussion  of  their  physiological 
effects  and  a  study  of  the  proper  methods  of  administra- 
tion. 

Prescription  writing  is  explained  in  detail,  and  the 
students  are  made  to  fill  common  prescriptions  in  the 
pharmacy  laboratory  under  the  professor's  direction. 


DEPARTMENT  OF  OPERATIVE  DENTISTRY 

Dr.  Gamard  Dr.  Ballina 

10.     Operative  Dentistry. 

An  introductory  course  for  freshmen — second  sem- 
ester— on  nomenclature,  cavity  nomenclature,  instru- 
ments and  equipment,  methods  of  handling  instruments, 
using  rubber  dam,  taking  position  at  the  chair,  etc. 

12.     Operative  Dentistry. 

Lectures  on  the  examination  of  the  mouth,  the  prin- 
ciples of  cavity  preparation,  the  use  of  various  filling 
materials  are  given,  supplemented  with  practical  demon- 
strations. 

14.     Operative  Dentistry. 

Detailed  discussions  of  the  physical  and  chemical 
properties  of  the  various  materials  used  in  filling  teeth. 
The  principles  of  selection  and  the  proper  technic  in 
applying  are  stressed.  Particular  attention  is  given  to 
Hyperplasia,  Erosion,  Abrasion,  Dental  Caries  and  the 
care  of  children's  teeth. 

16.     Operative  Dentistry. 

Practical  instruction  to  seniors  on  the  management  of 
patients  in  the  chair,  and  the  most  improved  methods  of 
performing  operative  work  in  actual  practice. 

11-13-15.     Operative  Technic. 

Practical  laboratory  work  so  co-ordinated  with  the 
above  courses  in  Operative  Dentistry  as  to  give  the  stu- 
dent an  intimate  knowledge  of  the  teeth,  with  skill  in 
the  use  of  instruments,  in  preparing  various  cavities  and 
in  mixing  and  applying  the  materials  used  in  filling  such 
cavities.  Dentechs  with  ivory  and  extracted  human  teeth 
are  used  regularly. 


DEPARTMENT  OF  ORAL  HYGIENE  AND  PERIODONTIA 

Dr.  Dansereau 

10.     Oral  Hygiene. 

These  lectures  discuss  the  factors  present  in  the  mouth 
which  produce  disease  in  the  oral  cavity  and  the  modern 
methods  of  hygiene  and  preventive  dentistry.  Particular 
attention  is  given  to  the  care  of  children's  teeth,  the  use 
of  the  toothbrush,  dentifrices,  etc. 

12.     Periodontia. 

This  course  considers  the  etiological  factors,  symptoms, 
diagnosis  and  treatment  of  periodontoclasia.  Preventive 
measures  in  forestalling  diseases  of  the  teeth  and  gums  are 
given  in  detail. 

RELIGION 

A  special  course  is  given  in  Evidences  of  Religion.  It 
comprises  a  brief  review  of  the  field  of  Apologetics  and 
the  philosophy  of  Religion.  Non-Catholic  students  are  not 
required  to  attend  these  lectures. 

DEPARTMENT  OF  SURGERY 

Dr.  Dupuy        Dr.  Kelleher        Dr.  Nix        Dr.  Fernandez 
Dr.  Rosado        Dr.  McNair        Dr.  Laufer        Dr.  Levy 

10.     General  Surgery. 

The  object  of  this  course  is  to  give  the  student  a  prac- 
tical knowledge  of  the  application  of  surgical  principles 
in  order  that  he  may  be  better  fitted  to  co-operate  with 
the  surgeon  in  consultation  and  more  fully  comprehend 
the  complications  which  may  arise  in  his  practice. 

The  class  is  taken  to  the  hospital  and  given  the  oppor- 
tunity of  observing  cases  in  the  surgical  wards. 
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12.     Oral  Surgery. 

In  this  course  lectures  are  given  in  the  senior  year 
covering  all  infections  and  pathological  conditions  of  the 
mouth  and  jaws,  such  as  Vincent's  Angina,  osteomyelitis, 
tumors,  fractures,  necrosis,  cysts,  etc. 

The  students  are  required  to  attend  instructions  at  the 
Charity  Hospital,  a  State  institution  located  in  New  Or- 
leans, where  a  resident  dentist  is  in  charge  of  all  dental 
cases.  Diagnosis  is  made  at  the  bedside  and  discussion 
is  open  to  the  students.  Operations  are  performed  in  the 
infirmary  in  the  presence  of  the  students,  and  lectures 
are  given  on  the  case  operated  upon. 

In  the  Outdoor  Clinic  of  the  hospital  students  are  re- 
quired to  extract  teeth  and  do  minor  surgery  under  the 
guidance  of  competent  instructors.  Operations  are  per- 
formed under  General,  Local  and  Block  Anesthesia. 

In  the  college  a  daylight  amphitheatre  has  been  con- 
structed and  fully  equipped  for  dental  surgery.  Here 
minor  dental  surgical  operations  are  performed,  such  as 
difficult  extractions,  impactions,  small  tumors,  cysts,  and 
simple  fractures. 

Infiltration,  Block  and  General  Anesthesia  are  used. 

14.    Exodontia. 

This  course  consists  of  sixteen  lectures  on  the  princi- 
ples of  extracting  teeth:  namely,  the  proper  selection 
and  use  of  forceps,  elevators  and  instruments  that  aid  in 
the  extraction  of  teeth.  Practical  cases  are  handled  by 
the  instructor  during  the  course.  After  passing  a  success- 
ful examination  in  the  technique  of  extractions,  the  stu- 
dents are  given  practical  experience  in  the  clinic  and  at 
the  Charity  Hospital  under  supervision  of  competent 
instructors. 

16.    Anesthesia. 

This  course  consists  of  sixteen  lectures  in  nerve  block- 
ing and  infiltration  anesthesia.  Practical  cases  are  handled 
by  the  instructor  during  the  course.  Practical  instruction 
is  given  in  the  selection  and  use  of  syringes,  needles,  asep- 
sis in  the  preparation  of  solutions,  etc. 


DEPARTMENT  OF  ORTHODONTIA 
Dr.  Gaston  Dr.  Smith 

It  is  the  purpose  of  this  department  to  give  to  each 
student  a  thorough  understanding  of  the  fundamental 
principles  underlying  this  very  important  branch  of 
Dental  Science,  so  that  he  may  be  able  to  recognize  any 
deviation  from  the  normal,  and  to  intelligently  advise 
the  patient  in  regard  to  the  proper  corrective  measures 
to  be  followed. 

A  lecture  course  covering  the  study  of  the  develop- 
ment of  normal  occlusion,  the  influence  which  the  normal 
forces  of  occlusion  exert  in  its  development,  and  the  im- 
portance of  the  proper  functioning  of  all  the  surround- 
ing structures  in  order  that  there  may  be  produced  nor- 
mal occlusion  of  the  teeth  and  well-developed  underlying 
structures. 

This  course  includes  also  the  study  of  the  development 
of  malocclusion,  the  etiologic  factors  responsible  there- 
for, and  the  classification,  treatment-  and  retention  of  the 
various  forms,  the  technique  of  constructing  the  various 
forms  of  appliances,  the  most  suitable  material  for  their 
construction  and  the  qualifications  which  appliances 
should  possess. 

Each  student  is  required  to  carry  on  the  treatment  in 
the  infirmary  of  at  least  two  cases  under  the  supervision 
of  the  professor. 

A  practical  laboratory  course  in  the  methods  of  tak- 
ing impressions,  pouring  and  correct  trimming  of  models, 
constructing  molar  and  incisor  bands  with  various  forms 
of  soldered  attachments,  constructing  a  lingual  arch  with 
auxiliary  springs,  and  a  pin-and-tube  appliance  with 
bands  upon  the  anterior  teeth,  in  addition  to  various  free- 
hand soldering  operations. 


DEPARTMENT  OF  PATHOLOGY 
Dr.  Daboval  Dr.  Robinson  Dr.  Tiblier 

10.     General  Pathology. 

A  combined  lecture  and  laboratory  course  is  given  in 
this  subject,  and  covers  the  field  of  general  pathology  in 
the  study  of  disease  in  relation  to  its  causes,  and  deals 
more  especially  with  the  patho-histology  of  the  tissues. 
Special  stress  is  laid  on  the  study  of  the  exciting  and  pre- 
disposing causes  of  disease,  and  on  the  different  types  of 
degeneration  and  infiltration,  atrophy,  hypertrophy, 
hypoplasia,  hyperplasia. 

The  cell,  as  a  unit,  is  studied  in  all  phases  of  the  in- 
flammatory process.  A  complete  study  and  classification 
of  the  malignant  and  benign  tumors,  including  the  gross 
and  microscopic  examination,  is  made.  The  diseases  com- 
mon to  all  systems  of  organs  are  outlined  and  special  at- 
tention is  given  to  diseases  of  the  blood,  vascular  system 
and  nervous  system.  All  organs  are  studied  in  terms  of 
altered  function  as  well  as  morbid  anatomy  and  micro- 
scopic pathology. 

The  lecture  work  is  supplemented  with  lantern  slides, 
opaque  projection,  microscopic  projection,  and  frequent 
quizzing.  The  laboratory  work  consists  chiefly  in  the  ex- 
amination of  slides  and  drawings.  Some  time  is  given 
to  autopsy  work  and  gross  pathology;  methods  of  choos- 
ing blocks  of  tissue  for  sectioning  are  shown,  and  the 
technique  of  mounting  slides  is  demonstrated. 

12.     Dental  Pathology. 

Diseases  of  the  teeth  and  associated  parts  are  described 
in  detail,  the  symptoms  for  correct  diagnosis  are  care- 
fully noted,  and  the  proper  treatment  suggested. 

Particular  attention  is  given  to  the  study  of  neoplasms 
of  the  mouth  and  jaws  and  of  the  pathological  changes 
of  dental  pulp,  peridental  membrane,  and  alveolar  process. 
Specific  infections  of  the  oral  tissues,  such  as  Vincent's 
Angina,  etc.,  are  studied  in  detail. 


DEPARTMENT  OF  PHYSIOLOGY 
Dr.  Robinson 

Instruction  in  this  branch  is  both  didactic  and  experi- 
mental. The  lectures  cover  the  whole  field  of  general 
physiology,  the  functions,  composition,  and  operations  of 
the  body  structures. 

In  the  laboratory  small  mammals  are  used  for  dissec- 
tion work  to  help  the  student  to  identify  the  structures 
and  to  observe  the  physiological  processes  of  respiration, 
circulation,  and  digestion.  Attention  is  given  to  the  in- 
struments of  precision  for  recording  the  more  delicate 
functions. 

DEPARTMENT  OF  PHYSICAL  DIAGNOSIS  AND 
PRINCIPLES  OF  MEDICINE 

Dr.  Tardo 

All  lectures  are  held  in  the  wards  of  the  Charity  Hos- 
pital, where  the  teaching  material  is  not  only  abundant, 
but  presents  a  large  variety  of  experience  from  the  study 
of  each  case. 

Physical  diagnosis  is  taught  with  the  object  in  view  of 
instilling  in  the  minds  of  the  students  theoretical  knowl- 
edge of  the  various  diseases  of  the  heart,  lungs  and  the 
abdominal  organs.  Besides,  the  essentials  of  the  practice 
of  medicine  are  taught,  with  special  attention  paid  to 
diseases  which  may  result  from  mouth  infection.  When- 
ever possible,  the  cases  are  followed  to  the  autopsy  room 
and  carefully  studied. 

DEPARTMENT  OF  PROSTHETIC  DENTISTRY 

Dr.  Psayla  Dr.  Ballina  Dr.  Genre 

10.     Prosthetic  Dentistry. 

These  discussions  cover  the  oral  cavity  in  detail,  giving 
the  functions  of  the  teeth  during  speech  and  mastication. 
An  appreciation  of  tooth-form  and  its  bearing  on  facial 
outlines    is    explained    and    demonstrated.    Lecture    and 
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laboratory  course  on  the  use  of  the  various  plastics, 
stressing  the  importance  of  artificial  stone  for  casts  in 
constructing  artificial  dentures. 

12.    Prosthetic  Dentistry. 

This  course  covers  the  various  accepted  methods  of 
practical  impression-taking,  which  are  explained  and 
demonstrated  in  the  clinic.  Students  are  practiced  in  con- 
structing the  many  approved  types  of  artificial  restora- 
tions, stressing  the  anatomical  outlines  of  the  arch  and 
the  importance  of  occlusion. 

Laboratory. 

The  freshmen  and  sophomores  are  carefully  drilled  in 
Prosthetic  Technics  in  the  laboratory  during  these  two 
years. 

16.    Prosthetic  Dentistry. 

Lectures  in  this  course  cover  the  physiological,  ana- 
tomical, and  operative  phases  which  influence  full  prac- 
tical denture  construction  of  every  type.  Original  cases 
are  also  cited  and  the  special  involved  technic  is  ex- 
plained in  detail  by  illustrations  and  laboratory  work. 
Tentative  instructions  on  Esthetics  are  given  to  students 
for  a  better  understanding  in  constructing  full  artificial 
•  dentures  that  will  harmonize  with  the  individual  case. 

DEPARTMENT  OF  RADIOLOGY 

Dr.  Tiblier 

A  practical  course  by  lecture  and  demonstration  in 
the  principles  of  X-ray  apparatus,  the  proper  adjustment 
of  current,  and  electro-motive  force,  dosage,  etc.  Indi- 
vidual students  under  the  supervision  of  the  professor 
are  required  to  take  and  develop  dental  radiograms  of  the 
different  types.  The  reading  and  interpreting  of  these  pic- 
tures and  the  diagnosis  of  mouth  conditions  are  stressed 
by  actual  practice  with  their  own  clinic  patients. 


LIST  OF  GRADUATES 

*Adolph,  Charles  A 1917  Louisiana 

*Agin,  George  L 1918    Texas 

Aguilera,  Henry  J 1933   Cuba 

Albano,  Peter  A 1933  Florida 

Aleman,  Slattery  C 1927  Louisiana 

Almerico,  Anthony  A 1929  Louisiana 

Annan,  Armand  A.,  Jr 1931  Alabama 

Annis,  Eileen  C 1928   Canada 

Aparicio,  Albert 1933  Guatemala 

Armand,  Emile  J 1925  Louisiana 

Arroyo,  James  J 1917  Louisiana 

Aubert,  Robert  L 1933  Mississippi 

Bailey,  J.  Earl 1932  Louisiana 

Barnes,  William  P.,  Jr 1932  Alabama 

Barrodale,  Barry  J 1929    Texas 

Barry,  Ruth  U 1923  Louisiana 

Bartels,  Charles  F 1932  Louisiana 

Barthelemy,  Clyde  G 1931  Louisiana 

Bayon,  J.  Charles 1919  Louisiana 

Becker,  Louis  M .1930   Illinois 

Belanger,  George  H 1928  Louisiana 

Benefield,  Otis  D 1929  Mississippi 

Benit,  Emmet  J 1932  Louisiana 

Beuitez,  Rafael 1929   Mexico 

Bishop,  Blaine  C ...1927 Pennsylvania 

Blanchard,  Merlin  J 1922  Louisiana 

Blivice,  Harry  C 1926    Hlinois 

Bodenger,  Ferdie 1933 Louisiana 

Bonar,  Jacob  H 1926    Hlinois 

Bono,  Mitchel  J 1931  Louisiana 

de  Bouchel,  Stella  M. 1927  Louisiana 

Boudreaux,  Frank  L .1929  Louisiana 

Bourgeois,  Louis  A 1932  ...Louisiana 

Bowman,  Henry  L 1918  Louisiana 

Boyd,  J.  L 1915    Texas 

Braddock,  Henry  J 1923  Mississippi 

Brady,  Earl  M 1916  Lidiana 

Bravo,  Angel  G 1922  Spain 

Breaux,  Ray  P 1929  Louisiana 

Brierre,  Marion  E 1933 Louisiana 

Brinkhaus,  J.  Ludwig 1923  Louisiana 

Brouillette,  Wilmer  J 1922  Louisiana 

Broussard,  A.  Claude 1919  Louisiana 

Broussard,  Laurent  T 1918  Louisiana 

*Deceased. 
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Broussard,  Louis  P 1928  Louisiana 

Broussard,  Eene  J 1919  Louisiana 

Browne,  Alfred  B 1918  Louisiana 

Butler,  Ernest  F 1933  Louisiana 

Cabibi,  Joseph  H 1933  Louisiana 

Calderoni,  Charles J929  Texas 

Carpenter,  Stephen  L 1931  Louisiana 

Cason,  William  H 1927  Tennessee 

Gazes,  Lawrence  O.,  Jr 1933  ..— Louisiana 

Cervera,  Eaf ael 1925   Mexico 

Clark,  William.. 1928  Louisiana 

CoHan,  Maxwell  B 1930   Illinois 

Cohen,  Louis 1928    New  Jersey 

Cointment,  Joseph  L 1929  Louisiana 

Comas,  Randolfo 1921  Porto  Eico 

Comeaux,  J.  Arthur 1926  Louisiana 

Comeaux,  Walter  B 1920  Louisiana 

Comeaux,  Walter  L 1919  Louisiana 

Connolly,  Vincent  P 1930    New  Jersey 

Connolly,  William  J 1930    New  Jersey 

Couvillion,  Augustus  P 1922  Louisiana 

Crassons,  Clyde  E 1928  Louisiana 

Cupero,  Hamil 1931  Louisiana 

Cutler,  Bernard  D 1925    Illinois 

Dansereau,  Albin  P 1917  Louisiana 

Dantone,  Joseph  D.,  Jr 1929  Louisiana 

Dardis,  William  J.  (A.B.) 1933  Louisiana 

DeCesare,  Emile  J 1932   New  Jersey 

Dolese,  Eobert  H 1927  Louisiana 

Domengeaux,  Allen  G 1930  Louisiana 

Doody,  George  J 1929  Alabama 

Doughty,  Alonzo  E 1933  Louisiana 

Duany,  Eleusipo  L 1929    Cuba 

Duplechin,  Gerald  P 1933 Louisiana 

Eastburn,  Eugene  B 1925  Alabama 

Edrington,  Herbert  S 1927  Louisiana 

Elias,  Alan  E 1929  New  York 

Ellender,  Henry  T.,  Jr 1933  Louisiana 

Emmer,  J.  Wiltz 1925 Louisiana 

Eaulk,  John  S 1918  Louisiana 

Eabacher,  Eaphael 1928  Louisiana 

Feilschmidt,  Henry  G 1927    Illinois 

Fernandez,  Aurelio  E 1924 Spain 

*Ferro,  J.  Eaymond 1917   Cuba 

•Deceased. 
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Fiallos,  Miguel  A 1932  Guatemala 

Filostrat,  Demetrio 1929  Panama 

Finch,  Eichard  A 1921    Alabama 

Finkelstein,  Theodore 1926   Illinois 

Finley,  Paul  E .1931  Louisiana 

Foley,  James  M 1924  Louisiana 

Fouruet,  Durand  A .1923  Louisiana 

Fournet,  Sidney  C 1919  Louisiana 

Fraleigh,  Claud  M 1932    Mississippi 

Frank,  Henry 1930    Illinois 

Fridge,  David  S 1930    Alabama 

Gaston,  Nathan  G 1927  Louisiana 

Genre,  F.  J 1921  Louisiana 

Gionataiso,  Gerald  J 1927    New  Jersey 

Giron,  Louis 1929   Guatemala 

G  oldf  ein,  Abel  B 1924   Illinois 

Gonzalez,  Henry 1930   Mexico 

Green,  Dana  L 1930    Washington 

Greenblatt,  Eichard  P 1931  Louisiana 

Griffin,  William  E 1927    Mississippi 

Gross,  Irving  G .,1925  Louisiana 

Grunder,  William  S 1931  Texas 

Gueno,  Norman  F 1919  Louisiana 

Guilf  oyle,  Francis  X 1932    New  Jersey 

Hanley,  Fleming  J .1927  Louisiana 

Hardin,  John  E 1931  Louisiana 

Harman,  Ealph  S 1927    Iowa 

Harper,  Albert  J 1928  Louisiana 

Harris,  Howard  B 1924  Kentucky 

Harrison,  Francis  J 1926  Louisiana 

Hart,  Lloyd  D .1927    Ohio 

Hawkey,  John  J.,  Jr 1928  Louisiana 

Healey,  William  J 1915  Louisiana 

Heiman,  David 1929  Louisiana 

Heinen,  Sonia 1930  Eussia 

Hernandez,  Tirso  L 1919   Cuba 

Himel,  Carl  H 1931  Louisiana 

Himel,  Jeffi-ey  J 1930  Louisiana 

Hirschman,  Jacob 1926    New  Jersey 

Howard,  M.  Jane 1918  Louisiana 

Isom,  Dudley  E 1924  Louisiana 

Jackson,  Fritz  E 1928  Texas 

Jacob,  Thornton  N 1933  Louisiana 

Jacobs,  Elliott  (Ph.G.) 1925  Louisiana 

Johnson,  J.  Earl 1932  Louisiana 

Johnson,  Eobert  W 1933  Mississippi 
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Juracovich,  A.  George  (Ph.G.) 1924  Louisiana 

Keagy,  William  O 1929  Pennsylvania 

Keller,  Charles  A 1931  Louisiana 

Kern,  Wallace  H .1932  Louisiana 

Ketelers,  Eoy  L 1930  Louisiana 

Klein,  Saul  B 1933    Texas 

Kramer,  Abraham  F 1928    New  Jersey 

Krieger,  Oscar  G 1932  Louisiana 

Laborde,  Emrie  M 1919  Louisiana 

Laburre,  Lucian  A -1922  Louisiana 

Lacour,  Ernest  V 1932  Louisiana 

Lake,  Spencer  B 1930  Louisiana 

LaPrairie,  Joseph  0 1929  Louisiana 

LaSalle,  Francis  M 1932  Louisiana 

Laufer,  Harry  M 1925  Louisiana 

Laufer,  Morris  H 1927  Louisiana 

Laville,  L.  Parkerson 1919  Louisiana 

LeBlanc,  Hanson  P 1929  Louisiana 

LeBlanc,  Lloyd  J 1929  Louisiana 

LeBlanc,  Louis  P 1929  Louisiana 

Ledbetter,  Victor  D 1925  Louisiana 

Leggio,  Luke  B 1928  Louisiana 

Leveque,  J.  Malcolm 1929  Louisiana 

Levy,  Leopold  L.  (Ph.G.) 1925  Louisiana 

Loeffler,  Walter  D 1926    Illinois 

Loikrec,  Olaf  L 1928   Canada 

Longtin,  Lucian  G .1923  New  York 

Lusk,  Emory  J 1926    Illinois 

Mains,  Frederick  M 1922  Louisiana 

Manent,  Malcolm  C 1930  Louisiana 

Marichal,  Fernando  Streber 1931   Honduras 

Marretta,  Michael  T 1933    Louisiana 

Marston,  Charles  A.,  Jr 1930  Alabama 

Martinez,  J.  Nicholas 1918   Guatemala 

Mary,  Charles  C 1933    Louisiana 

Mateu,  James  D 1925  Louisiana 

Matthews,  Ben  B 1917   Virginia 

Maumus,  Louis  F 1927  Louisiana 

McAnally,  Charles  B .1928    North  Carolina 

McGivney,  Merlin  J 1931    Texas 

McHardy,  Colin  A 1920  Louisiana 

McKenzie,  William  A 1919    Texas 

McKnight,  Henry  A 1931    Texas 

McMahon,  James  C 1924  Louisiana 

Medal,  Saturnino,  Jr 1933  Honduras 

Melancon,  Clovis  J 1929  Louisiana 
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Meyer,  Sidney  S 1927    Illinois 

Mistric,  Gilbert  J 1922  Louisiana 

Mitchell,  Leroy  J 1929    Illinois 

Mitsumori,  Hajime 1927    Japan 

Moore,  David  W 1933    Louisiana 

Moore,  E.  McGeliee 1932  Mississippi 

Moore,  H.  Maxwell,  Jr 1931  Louisiana 

Moran,  Joseph  J 1928    New  Mexico 

Moreno,  Euben  P 1933  Florida 

Morgan,  T.  Waldo 1931  Louisiana 

Morris,  Eobert  J.,  Jr 1933    Louisiana 

Mouton,  J.  Franklin,  Jr 1927  Louisiana 

Mula,  Bennie  A 1931  Louisiana 

Munoz,  Bernabe 1932   Honduras 

Neeb,  Ealph  C 1932  Louisiana 

Nicaud,  Wallace  M 1926  Louisiana 

Nolan,  Joseph  C 1927  Louisiana 

Nomasa,  Hisashi  M 1932   Japan 

Nowak,  Joseph  F J931  New  York 

Nunemaker,  Charles  F 1930  Pennsylvania 

De  Nux,  Alton  E 1927  Louisiana 

Oetjen,  John  H.,  Jr 1933  Florida 

*01ivier,  Luke  A 1916  Louisiana 

Olivier,  Sidney  A 1933    Louisiana 

0  'Neill,  Conrad  L 1915  Louisiana 

Pargamanik,  Jacob 1927  Canada 

Penaherrera,  Gonzalo 1919    Ecuador 

Perdigon,  Gustave  J.,  Jr 1933  Florida 

Perret,  Norbert  E 1926  Louisiana 

Perret,  Stanley  F 1931  Louisiana 

Peskin,  Louis  E 1931  Missouri 

Peterson,  Donald  L 1932  Louisiana 

Peyton,  Marion  T 1932  Louisiana 

Piazza,  Joseph  L 1928  Louisiana 

Picard,  Aristide 1927  Louisiana 

Pieraldi,  Felipe 1917    Porto  Eico 

de  Pomorski,  Wanda 1925  Louisiana 

Porter,  Arthur  E 1916  Louisiana 

Porterie,  Clarence  L 1919  Louisiana 

Prejean,  Bernard  J 1918  Louisiana 

Eault,  Clemens  V 1918 Louisiana 

Eeed,  Sylvan  E 1930  Louisiana 

Eeynaud,  Eaymond  J 1922  Louisiana 

*Eichard,  Armand  C 1923  Louisiana 

*Deceased. 
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Eichard,  J.  Avery 1924  Louisiana 

Kichards,  Vernon  L 1928  Mississippi 

Eittiner,  Daniel  V 1931 Louisiana 

Eoberts,  William  P.,  Jr 1930  Louisiana 

Eobin,  J.  Bertram 1928  Louisiana 

Eodriguez,  Carlos 1924   Cuba 

Eodriguez,  Lucian 1929  Honduras 

Eoeling,  Loyola  G 1928  Louisiana 

Eolling,  Lauranee  E 1923  Louisiana 

Eosado,  Gonzalo  0 1919   British  Honduras 

Eossner,  Charles  W 1928  Louisiana 

Eoy,  Tesea  E.,  Jr 1932  Louisiana 

Euffo,Titta 1926  New  York 

Euiz,  Othon 1929    Texas 

Eusso,  Frank  A 1929  Louisiana 

Sackheim,  David 1926    Illinois 

Sakai,  Shuiehi 1929    Japan 

Salatich,  Blaise  P ....1933    Louisiana 

Salatich,  Noemie .,1932  Louisiana 

Sanford,  Vaughan  C 1932  Louisiana 

Schmidt,  Aubry  J 1929  Louisiana 

Schmidt,  Bernard  A 1919    Texas 

Schoeny,  Leo  J 1920    Indiana 

Scholtes,  Charles  P 1927    Pennsylvania 

Seely,  Chester 1933    Louisiana 

Selles,  Guilermo  L 1917    Panama 

Sherry,  Eudolph 1926    Illinois 

Siwa,  Eoman  C.  A 1927    Pennsylvania 

Siwa,  Walter  F 1930    Pennsylvania 

Smart,  James  G 1932  Louisiana 

Smith,  Albert  D.,  Jr 1930  Louisiana 

Smith,  Alfred  E 1926  Louisiana 

Smith,  Charles  E 1928    Illinois 

Smith,  Hobart  A 1932  Mississippi 

Smith,  Prescott  E 1929  Louisiana 

Smith,  Eobert  F 1932  Louisiana 

Sone,  William  J 1926    Illinois 

Songy,  Gaston  J 1924  Louisiana 

Spears,  Avery  M 1932  Louisiana 

Stassi,  Victor  B. 1926  Louisiana 

St.  Amant,  Jesse  E 1917  Louisiana 

Steckler,  Joseph,  Jr 1924  Louisiana 

Steele,  Vincent  C 1931    Illinois 

Stout,  Thomas  E 1932    Mississippi 

Strickland,  Warren  W 1924  Louisiana 

Sullivan,  George  J 1928    Alabama 
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Surinach,  Camilo 1929   Porto  Eieo 

Tamburello,  James  (Ph.G.) .1924  Louisiana 

Tamburo,  Joseph  J 1933    Louisiana 

Theriot,  Malcolm  A 1926  Louisiana 

Tiblier,  Sidney  L.  (A.B.,  M.S.) 1923  Louisiana 

Tillery,  Duncan  E 1925  Tennessee 

Tilly,  Henry  L 1919  Louisiana 

Tomeny,  Catherine  A 1922  Louisiana 

Tomeny,  Philip  J 1925  Louisiana 

Tranchina,  Anton  C 1917  Louisiana 

Troxler,  J.  Joachim 1928  Louisiana 

Tucker,  Warren  S 1919  Louisiana 

Tumminello,  Joseph  A 1926  Louisiana 

Tunstall,  Peyton  E 1926  Alabama 

Umstot,  Ealph  E 1929  Ohio 

Urrutia,  Hector 1930    Texas 

Van  Antwerp,  Sidney 1932  Alabama 

Voorhies,  Clayton  A 1927  Louisiana 

White,  Burnley  C 1925  Louisiana 

*  White,  George  H 1918  Louisiana 

Whitley,  Andrew  E 1927  Louisiana 

Wolf ord,  Waldo  W 1922  Louisiana 

*Woo,  Pauls 1926  Honolulu 

Woodward,  H.  Eugene 1930    Hlinois 

Wynne,  William  H.,  Jr 1933    Louisiana 

Yoshino,  Shotaro 1925    Japan 

Zimmerman,  Hyman  S 1932    Georgia 

Zoder,  John  E.,  Jr 1932  Louisiana 

Zoppi,  Edward 1929  California 


*Deceased. 
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FRESHMEN 
Class  op  1937 

Allessaudra,    Matthew    C Texas 

Allenburger,  Christian  A.,  Jr Nebraska 

Birdsong,  Victor  L.,  Jr Mississippi 

Bolian,   George   W Louisiana 

Boudreaux,  Raymond  E Louisiana 

Brady,    Elizabeth   Lee Louisiana 

Burns,    Charles    R New  York 

Czaplinski,   Paul  B New  York 

Diaz,  Abram  H.,  Jr Louisiana 

Dobbins,  Waller  H Louisiana 

Driscoll,   Edward   J Louisiana 

Eliason,  Abraham South  Africa 

Esquivel,   Joseph   L Cuba 

Fayard,  J.  Irvin Mississippi 

*riynn,    Roger    Florida 

Gamard,  Edward  A.,  Jr Louisiana 

Gouaux,  Frank  T Louisiana 

Grayson,   William   O Alabama 

Gremillion,   Cyril   J Louisiana 

*Guilfoyle,    Joseph    A New  Jersey 

Healy,   William   D Louisiana 

Hill,   L.    Doyless Oklahoma 

Jones,   Thomas  K Florida 

Kreller,  Andrew  J.,  Jr Louisiana 

Landrum,  Arthur  W Mississippi 

Latimer,    E.   Wilson Louisiana 

Mary,  Milton  B Louisiana 

McCracken,   Charles   E Missouri 

Merchant,  Arthur  E Louisiana 

Norwood,   York   Louisiana 

Prejean,  J.  Hayes Louisiana 

Pryor,  Robert  M. Florida 

Ramelli,   Daniel   E Louisiana 

Reichard,    Roger    Porto  Rico 

Roberts,  William  O Louisiana 

Rojas,  Luis  J Guatemala 

Sagrera,  Walter  T Louisiana 

Smith,   Harold   P. Louisiana 

Snider,   Richard   A Texas 

Thomason,  Hugh  DeW Louisiana 

Traviesa,   Anthony   Florida 

Wood,  Isaac  V.,  Jr Alabama 

*Zelaya,  Arnold  J Nicaragua 

*Did  not  finish  year. 


SOPHOMORES 
Class  op  1936 

Alvarez,  Fannie  Panama 

Balistrella,  Mike  Louisiana 

Barron,  Irving  E New  York 

Bertot,  Alfredo  L Honduras 

Biehon,   Marion   T Kentucky 

Broussard,  John  W Louisiana 

Canelas,  Miguel  A Honduras 

Chambers,  Charles  A Louisiana 

Clarke,  Lawrence   E New  Mexico 

DeLaune,  Francis   Louisiana 

Dolese,  Eugene  D.,  Jr Louisiana 

Flynn,    Edward    Florida 

Fodiman,  Yale   Connecticut 

Foti,  Charles  C Louisiana 

Gaudet,   Elmer  L ....Louisiana 

Hamman,   Frances   California 

Hildenbrand,  John  C,  Jr Texas 

Jung,   Jean   B.,   Jr Louisiana 

Landeche,  Posey  E Louisiana 

Mavredes,    Theodore   L South  Carolina 

McHardy,   William   C,  Jr Louisiana 

Medina,  Fernando   Nicaragua 

Peterson,   Harold   W Louisiana 

Eichard,  Euclid  L Louisiana 

Eizzuto,  Anthony  J Louisiana 

Swartz,  William  B Ohio 

Swiff,  Hanan  Texas 

Tuite,  Eichard  S Louisiana 

*Turbeville,    Frederick    L Louisiana 

JUNIORS 
Class  op  1935 

Ancaroni,   Geno   Mississippi 

Benitez,  Angelo  J Mexico 

Bercier,    Charles    Louisiana 

Booth,  Perry  J.,  Jr Louisiana 

DiBartolo,    Anthony    C Louisiana 

Fleming,   John   E Alabama 

Fontana,  Samuel  J Louisiana 


*Did  not  finish  year. 


School  of  Dentistry  43 

Gaidry,  Merle  J Louisiana 

Galatoire,  Leon,  Jr Louisiana 

Garcia,  Eamon  M Costa  Eica 

Hebert,  Charles  L Louisiana 

Hoopes,  Burdette   Texas 

Huberwald,  August  E Louisiana 

Jiminez,  Alicia  Costa  Eica 

LaBarbera,  Frank  A Florida 

Levata,  Anthony  N Louisiana 

Lonnegan,  Joseph  A Louisiana 

Mangiaracina,   Paul   J New  York 

McKneely,  Stephen  P Louisiana 

Moore,  John  K Louisiana 

Mula,  John  B Louisiana 

Ott,  William  J.,  Jr Mississippi 

Pierce,  Merwin  T Louisiana 

Eeinhold,  Arthur  C New  York 

Schlosser,  Frank  J Mississippi 

Stepp,  William  H Mississippi 

Stewart,  Charles  J Louisiana 

*Stumpf,  John  F Louisiana 

Sullivan,  John  D Alabama 

Whitmeyer,   Eoy  J Texas 

SENIORS 

Class  of  1934 

Boyd,  Julio  E Panama 

Calhoun,  William  W.,  Jr Louisiana 

CardenaSj  J.  Adan Nicaragua 

Cefalu,   Tom  V Louisiana 

Clarke,   John   New  Mexico 

Donahue,  John  M Louisiana 

Ducasse,  Francis  B Louisiana 

Dumestre,   Alvin   N Louisiana 

Dupree,  Eobert  W Louisiana 

Elmer,  William  J Louisiana 

Felcyn,  Casimir  E Michigan 

Fernandez,  Eaymond  Florida 

Fuentes,  Fernando  J Nicaragua 

Gaston,  Eobert  W,,  Jr Louisiana 

Goenaga,  Jose  E Porto  Eico 


*Did  not  finish  year. 
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Gordon,  Eobert  C,  Jr Alabama 

Holmes,  Samstone  Louisiana 

Ingram,  Eobert  P.,  Jr Louisiana 

Johnson,  Gerard  T Louisiana 

Jones,  C.  Bernard Alabama 

Joyce,  Emmet  J New  York 

Leggio,    Angelo    G Louisiana 

Leggio,  Samuel  Louisiana 

Lemoine,  Frank  A Louisiana 

Lopez,  Antonio  y  Sanchez Cuba 

Marquer,  Victor  B Louisiana 

Mejenes,  Joseph  Mexico 

Mills,  Warren  F Louisiana 

Puchio,  Jake  C Texas 

Puglia,  Joseph  F Louisiana 

Eoth,  Irving   New  Jersey 

Scarle,  George  M Louisiana 

Scheffler,  Wilbur  A Louisiana 

Schiro,  John  P Louisiana 

Schwartz,  I,  Eobert New  York 

Sibille,    Howard    E ; Louisiana 

Smith,  Llewelyn  J Louisiana 

Stelly,  Louis  E.,  Jr Louisiana 

Weinberg,   Sam  Ohio 

Wells,  Frank  L.,  Jr Louisiana 

Wiggins,    T.    Herman Louisiana 

Williams,    Andrew    D Mississippi 

Williams,   Edgar  B Texas 

Woodruff,  Fred  M Louisiana 

Zaffater,  Joseph  W Louisiana 


